Live Spanish greenery is an exceptional air plant which makes in long silverish trims, 
dangling from tree extremities. Genuine name: Tillandsia Usneoides. One of the most 
the most everything considered saw utilizes for Spanish Moss is to hold persistence in 
holder hanging case plants, compartment plants, producer encases and upgrading 
structures. It in like manner adds a style to your plantings. Spanish Moss can be dried 
for use in wreaths, ground covering and seeing attributes. Spanish Moss can be used 
In Floral Designs. Use sprinkle paint to covering the greenery and add to your 
approaches to manage give an uncommon astonishing impact to your create 
appearances. In case you raise winged animals, you can use the Spanish Moss in your 
flying animal settling boxes. Your pet reptiles, for instance, snakes and frogs will love 
to make burrows in Live Spanish Moss . 



